Brief comment text:

I would like to thank the FCC for providing the opportunity to comment on this matter, and would like to express my deepest concern for this proposal. By re-allocating large portions of the only sub-1GHz unlicensed frequency band to a licensed operator, it puts at risk millions of established Part 15 devices that are in use today, from Zigbee/Z-wave devices, LoRa networks, and 802.11ah HaLow networks that companies and people have set up to get around both congested urban developments and long-range rural obstacles that higher frequency unlicensed bands present. There is no ability to relocate these devices; the IoT industry itself would suffer greatly from the inability to work around a large-scale operator in the currently unlicensed 900MHz band. I propose that the FCC reject this proposal and keep the 900MHz unlicensed band safe for use by devices without fear of a licensed operator permanently disrupting operations in it.   
